BENSON&HEDGES 

because quality matters. 


Ultra bgiiis 6 mg 'ta(' 0.6 mg ncoiine-Lights Box. 10 mg “laC 0 7 mg mcoimeav 
per cigamtte. by FTC method bgbts Soft 10 mg V 0.7 mg nicotine-100’s 16 mg 
"nf TO mg rucoine n pet cigartm FTC Beport Feb '85 


SURGEON GENERAL'S WARNING: Cigarette 
Smoke Contains Carbon Monoxide. 
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